EARON S. DAVIS, J.D., M.P.H. 


2530 Crawford Ave., #115 MINU TE 
Evanston, IL 60201 


(708) 475-8620 


LE > LD ts he mire SARI SAN AT Juc 
1.5, AMMA Aehbony o¢ Secwvecs bps 
~ AS syeme Bru eae Jans Bove &? 


PR THE papeEssivi pdrtegis [0 ENewored 


2A as TA PMSTAKE OF A S5uma (N6 TAAT 


TOF TYo pPfur oF 0vhK 
Abvecaren bie Gyro pe Puan [Rom THE THeTH, 
LETS Cyytinve T? SHARE INFORMATAN, YOURE DING GREAT WorK 


